January 1953 



c-o-p-y 

I'O-is C'hiefp ;!eal R'state Division, Procurement & Supply office 
THPfOrjii : fMef, Policy’ Planning Staff, l^ocuretuent t oupplv t'ffice 

FRUt'i : Chief, PI PR Division 

SUBJECT : Permanent Site for PR Division DomeBtic operations Base 



!♦ Reference is made to meeting, 11 December 1952, attended by represent- 
atives of your office, DDF Administration, and the SR Division. Subject of 
this meeting was t-ie need of a permanent site for SR Domestic Operations Base, 

2. In addition to ^our office investigating the possible use of ‘'Isolation” 
it is requested that other possible sites also be investigated. Suggested 
sources for alternate aites are: 

a. Military installations being r etained by the Department of 
Defense on a stand-by basis. 



b. ITiose sites that were under considevation at the time invesbig'ations 
were being made on the behalf of "Isolation”. 

3. The follomng requirements should be used as a guide for selecting 
possible sites for consideration; 



CN4 




a* ACRr/i/rK: 

(1) 10,000 to 15,000 acres 

(2) Acrea;?:e should be enclosed « natural or otherv/ise 

(3) Near rail facilities 

(1) Near navigable water (for training maritime teanis) 

(5) Should include some rough terrain (mountainous if possible) 

h. r r/'* J 'rT- • 

(1) 500 to 1000 miles from V/ashit)gton, ]»• C. (Nevj England 
territory Vifould be preferred), 

c, FAniLITIIu:^ 



(1) ne iieadquarters buildinu capable ox housing rnajdLmum 
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Id ixe su rf i c'l orrb , 

(5) /arracks icr ■"■■ase security perso- nel, ( Aoproximately same 
number oH security oersonael will oe r.ee(]ed as ]jresently utilized 
by ‘^Isolation*’ } • 




(6) Hess Hal?L coi'rtplete with kitchen and equipmen'C 
(?) Three (3) i-/arehouses, 100 x 60 feet 

(f) Garage for thJ.rty (J)) vehicles vrith necessary maintenance 
facilities, 

(9) Hospital building, ten (1) bed capacity. 

(10) Hangar and runway for one (1) hC 3 Aircraft 

(11) Biiilding to be used as parachute maintenance shop 

(12) hrying tower for parachutes 

d, COST: Cost factors should be kept at a minimum. An ideal solution 

would be to share with the Depar ment of Defense the cost of maintaining a 
stand-by base, 

ii. Attention is invited to the fact that the above outlined requirements 
are submitted as a guide, and as such, should be considet'ed as flexible. 
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